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9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170010 Responds to violations noted in Insp Rept 50-331/90-06. Corrective
actions:source-range mpnitor/intermediate-range monitor detector removal procedures
modified to note possibility of highly radioactive cabling.

MINECK.D.L Iowa Electric Light & Power Co. 90/05/11. DAVIS.A.B. Region 3, Ofc of
the Director. 6pp. 53865:263-63865:268.

9005220267 Forwards Safety Sys Functional Insp Rept 50-331/90-03 on 900205-0316
& notice of violation.Confirmation re commitments re future sys & program enhance-
ments requested.

MILLER.HJ. Region 3, Ofc of the Director. 90/05/11. LIU.L Iowa Electric Light &
Power Co. 2pp. 53901:086-53901:133.

-9005220270 Notice of violation from insp on 900205-0316.Violation noted:incorrect
damping values for seismic response spectra used in Calculations 85-375 & 85-376
dtd 850509 & 15, respectively.
MILLER.HJ. Region 3, Ofc of the Director. 90/05/11. 3pp. 53901:088-53901:090.

-9005220272 Insp Rept 50-331/90-03 on 900205-0316.Violations noted. Major areas
inspected:emergency safety water sys.including mechanical.electrical & instrument &
control design.maint, surveillance.mechanical testing.training & operations.
GARDNER.R.N.   Region   3,   Ofc   of   the   Director.   90/05/11.   43pp.   53901:091-
53901:133.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9004260268 Forwards "Environ Radiological Monitoring Program for Duane Arnold
Energy Ctr.Annual Rept - Part I Summary & Interpretation,Jan-Dec 1989."
HANNEN.R.L Iowa Electric Light & Power Co. 90/04/20. DAVIS.A.B. Region 3, Ofc
of the Director. 1p. 53627:071-53627:203.

-9004260271  "Environ Radiological Monitoring  Program for Duane Arnold Energy
Ctr.Annual Rept - Part I Summary & Interpretation, Jan-Dec 1989."
HUEBNER.LG. Teledyne Isotopes. 89/12/31. 100pp. 53627:072-53627:203.

9005100236 Forwards semiannual rept for "Plan for Integrated Scheduling of Plant
Mods for Duane Arnold Energy Ctr."

MINECK.D.L Iowa Electric Light & Power Co. 90/05/03. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 14pp. 53789:298-53789:311.

9005220016 Forwards monthly operating rept for Apr 1990 & corrected repts for Jan
1989 - Mar 1990 for Duane Arnold Energy Ctr.

HANNEN.R.L Iowa Electric Light & Power Co. 90/05/15. DAVIS.A.B. Region 3, Ofc
of the Director. 1p. 53905:320-53905:341.

-9005220019 Monthly operating rept for Apr 1990 for Duane Arnold Energy Ctr.
TRAN.H. Iowa Electric Light & Power Co. 90/04/30. 6pp. 53905:321-53905:326.

-9005220022 Corrected monthly operating rept for Jan 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/01/31. 1p. 53905:327-53905:327.

-9005220023 Corrected monthly operating rept for Feb 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/02/28. 1p. 53905:328-53905:328.

-9005220024 Corrected monthly operating rept for Mar 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/03/31. 1p. 53905:329-53905:329.

-9005220025 Corrected monthly operating rept for Apr 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/04/30. 1p. 53905:330-53905:330.

-9005220027 Corrected monthly operating rept for May 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/05/31. 1p. 53905:331-53905:331.

-9005220028 Corrected monthly operating rept for June 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/06/30. 1p. 53905:332-53905:332.

-9005220031 Corrected monthly operating rept for Jul 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/07/31. 1p. 53905:333-53905:333.

-9005220033 Corrected monthly operating rept for Aug 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/08/31. 1p. 53905:334-53905:334.

-9005220035 Corrected monthly operating rept for Sept 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/09/30. 1p. 53905:335-53905:335.

-9005220036 Corrected monthly operating rept for Oct 1989 for Duane Arnold Energy
Ctr.
MILLER.L Iowa Electric Light & Power Co. 89/10/31. 1p. 53905:336-53905:336.

-9005220038 Corrected monthly operating rept for Nov 1989 for Duane Arnold Energy
Ctr.
TRAN.H. Iowa Electric Light & Power Co. 89/11/30. 1p. 53905:337-53905:337.

-9005220039 Corrected monthly operating rept for Dec 1989 for Duane Arnold Energy
Ctr.
TRAN.H. Iowa Electric Light & Power Co. 89/12/31. 1p. 53905:338-53905:338.

-9005220041 Corrected monthly operating rept for Jan 1990 for Duane Arnotd Energy
Ctr.
TRAN.H. Iowa Electric Light & Power Co. 90/01/31.1p. 53905:339-53905:339.

-9005220042 Corrected monthly operating rept for Feb 1990 for Duane Arnold Energy
Ctr.
TRAN.H. Iowa Electric Light & Power Co. 90/02/28.1p. 53905:340-53905:340.

-9005220043 Corrected monthly operating rept for Mar 1990 for Duane Arnold Energy
Ctr.
TRAN.H. Iowa Electric Light & Power Co. 90/03/31.1p. 53905:341-53905:341.

S. Reportable occurrences, LERs & related correspondence

9004230366 LER 90-001-00:on 900315,standby emergency diesel generators auto
started.Caused by switchyard component failure.Failed components replaced & pre-
ventive maint action for periodic thermographic insp of components established.W/
900412 Itr.

SMITH.B.K., HANNEN.R.L Iowa Electric Light & Power Co. 90/04/12. DAVIS.A.B.
Region 3, Ofc of the Director. 5pp. 53589:037-53589:041.

9005010333 LER 90-003-00:on 900331,reactor protection sys bus B tripped when reac-
tor recirculation pump A started,resulting in half-scram & Group I-V primary contain-
ment isolations. Caused by reduced voltage.Bus repowered.W/900423 Itr.
AXLINE.J.S., HANNEN.R.L Iowa Electric Light & Power Co. 90/04/23. DAVIS.A.B.
Region 3, Ofc of the Director. 4pp. 53663:267-53663:270.

9005010072 LER 90-004-00:pn 900401,reactor scram occurred due to momentary spike
on local power range monitor (LPRM).Caused by metallic particles formed in detector
which shorted anode to cathode.LPRM bypassed & warning tag hung.W/900425 Itr.
TRAN.H., HANNEN.R.L. Iowa Electric Light & Power Co. 90/04/25. 5pp. 53663:220-
53663:224.

9005070103 LER 90-002-00:on 900329,manual reactor scram initiated in response to
rising  reactor water  level.Caused  by  personnel error during  tagout preparation
process.Drawing updates & review of tagout completed.W/900427 Itr.
MCGEE.R.M., HANNEN.R.L. Iowa Electric Light & Power Co. 90/04/27. DAVIS.A.B.
Region 3, Ofc of the Director. 4pp. 53664:064-53664:067.
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F. Security, medical, emergency & fire protection plans

9004270093 Forwards Insp Rept 50-333/90-01 on 900125-0311 & notice of violation.
LINVILLE.J.C. Region 1, Ofc of the Director. 90/04/12. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 2pp. 53634:259-
53634:275.

-9004270107 Insp Rept 50-333/90-01  on 900125-0311.Violation noted.Major areas
inspected:plant         operations.radiological         protection,         surveillance         &
maint,security,engineering & technical support & safety assessment/quality verifica-
tion.
MEYER.G.W. Region 1, Ofc of the Director. 90/04/11. 14pp. 53634:262-53634:275.

9004250036 Forwards Safety Insp Rept 50-333/90-13 on 900220-0302 & notice of
violation.Insp covered fire protection program & related activities.Ack receipt of
890921 Itr re findings of SSFI conducted by NRC in May 1989.
HODGES.M.W. Region 1, Ofc of the Director. 90/04/13. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53600:174-
53600:189.

-9004250046 Insp Rept 50-333/90-13 on 900220-0302.Violations noted.Major areas
inspected:licensee fire protection/prevention program activities.
KOSHY.T., LARA.J.F., ANDERSON.C.J. Region 1, Ofc of the Director. 90/04/02.
12pp. 53600:178-53600:189.

9005080175 Forwards Safety Insp Rept 50-333/90-15 on 900409-13.No violations or
deviations noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/26. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 2pp. 53756:344-
53756:352.

-9005080178  Insp  Rept  50-333/90-15  on  900409-13.No  violations  or deviations
noted.Major areas inspected:emergency preparedness program.emergency response
facilities.actions on previously identified items & mgt control & organization.
FOX.E.F., LAZARUS,WJ. Region 1, Ofc of the Director. 90/04/26. 7pp. 53756:346-
53756:352.

9005100174 Revised EPIPs.including Rev 36 to EAP-17,Rev 6 to EAP-43 & Rev 22 to
SAP-3.

* New York Power Authority (formerly Power Authority of the State of New York). 90/
04/30. 16pp. 53797:001-53797:017.

9005160042 Forwards Insp Rept 50-333/90-02 on 900312-0425 & notice of
violation.Violation involves failure to perform adequate survey prior to refuel floor
work.

LINVILLE.J.C. Region 1, Ofc of the Director. 90/05/09. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53836:159-
53836:186.

-9005160057 Insp Rept 50-333/90-02 on 900312-0425.No violations noted. Major
areas   inspected:plant   activities   during   day   &   backshift   hours   including:plant
operations.radiological protection,surveillance & maint & emergency preparedness.
MEYER.G.W. Region 1, Ofc of the Director. 90/05/09. 24pp. 53836:163-53836:186.

H. General correspondence

9005070194 Responds to 900329 Itr forwarding C Monaco request for licenses for all
nuclear plants in State of New York.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/04/25. BOEHLERT.S.
House of Rep. 4pp. 53747:192-53747:215.of Operational Events Assessment (Post 870411). 90/05/03.
